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Fig. HI. 62. Sperry directional gyro and bank-
and-climb control units, front view. The instru-
ments are mounted side by side on the instrument
panel in a special shock-absorbing mounting unit.
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Fig.  III. 63.   Sperry control units, rear view.
Showing the connections which are made auto-
matically when the instruments are in place in
the mounting unit.
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